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THE PRESIDENT’S PAGE 


“RESULTS AND ROSES” 
by 
Edgar A. Guest 


“The man who wants a garden fair, 
Or small or very big; 

With flowers growing here and there 
Must bend his back and dig. 


The things are mighty few on earth 
That wishes can attain, 

Whate’er we want of any worth, 
We've got to work to gain. 


lt matters not what goal we seek, 
Its secret here reposes; 

You've got to dig from week to week 
To get Results and Roses.” 





Dear Members of the A. D. A. A:: 


As we approach the close of another year in the history of the American 
Dental Assistants Association, let us stop and ask ourselves how much 
“digging’’ have we done during the past year to accomplish our objectives 
which are “Education, Efficiency, Loyalty, and Service.” 


A great deal has been accomplished by the Educational Committee of 
the American Dental Assistants Association for the members of the Asso- 
ciation; the results and reports from the various societies who have suc- 
ceeded in presenting the Extension Study Course for Certification are most 
gratifying, and I am certain will prove beneficial to both the assistants who 
have taken the course and tc their employers. Our sincere thanks are 
extended to all the members of the Dental Profession who have so willingly 
given their time and talent in arranging the Courses and teaching the vari- 
ous subjects. 


Now, I would like to suggest an educational project from another angle 
—that of providing the patients who come into our offices with the proper 
literature and instructions to carry out a complete dental health program. 
The majority of our present day dentists are just too busy to spend enough 
time on educating the patients whom they serve, therefore, it becomes one 
of the important duties of the dental assistant to take over this important 
phase of dental assisting. 


The Council on Dental Health of the American Dental Association can 
supply educational materials for all classes of patients, and in quantities to 
suit the requirements of all concerned at a very nominal fee. Ai list of the 
various pamphlets, charts, etc., for educational purposes may be found 
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listed in the back pages of the American Dental Association Appointment 
Book, or a catalogue of all materials may be procured by writing to the 
American Dental Association, 222 E. Superior St., Chicago 11, Ill. 


Let us start ‘digging’ on a patient education program and take ad- 
vantage of this valuable educational literature which has been prepared 
for us by the members of the Council on Dental Health of the American 
Dental Association. There are many ways in which we may utilize this 
material—we may display it in our waiting rooms, use it in conjunction with 
our Membership Poster display along with our own informational materials 
at state and sectional meetings, or supply persons who are interested in 
School Dental Health Programs with charts and models which are created 
specifically for this purpose. 


With best wishes to all, and hoping to see many of you in Chicago in 
September. 


Sincerely yours, 
Sadie L. Hadley, President, 


American Dental Assistants Association. 





Official Call 


This is to notify you that the Twenty-fourth Annual Meeting of the Amer- 
ican Dental Assistants Association will be held in Chicago, Illinois, Septem- 
ber 13-16, 1948, headquarters, the LaSalle Hotel. 


The Board of Trustees will meet Saturday, September 11 at 2:30 P. M. 
The first House of Delegates Meeting will be held Monday, September 13, 
2:00 P. M., at which time all officers, trustees and committee chairmen will 
present written annual reports. The affiliated societies will file the names 
of their delegates and alternates as reauestd by the Executive Secretary. 
Every member must present her 1948 membership card to register for the 
meeting. 


Aileen M. Feruguson, General Secretary 
Sadie L. Hadley, President 





MY SYMPHONY 


To live content with small means; 
To seek elegance rather than luxury, and refinement rather than fashion; 
To study hard, think quietly, talk gently, act frankly; 
To listen to stars and birds, to babes and sages, with open heart; 
To bear all cheerfully, do all bravely, await occasions, hurry never; 
Ih a word, to let the spiritual, unbidden and unconscious, grow up through 
the common; 
This is my symphony. 
—William Henry Channing. 
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COMMON SENSE PERIODONTIA 


By J. C. Robinson, D. D. S. 


The successful management of 
peridontal disease is the cornerstone 
of good dentisiry. It makes no dif 
ference how perfect the restorative 
dentistry, it will be hopelessly lost 
if the periodontal condition of the 
mouth is ignored. 

Periodontal disease is a destructive 
process involving the supporting 
structures of the teeth. To empha- 
size the importance of this disease, 
I would like to point out this one fact. 
More teeth are lost in adult life from 
periodontal disease than from any 
other cause. There is no other de- 
generative disease so.prevalent, or 
so common to all classes of people. 

Gingivitis is a broad term covering 
periodontal disease. To simplify the 
gingivitis, I will break it down into 
thres main classifications. They are: 

1. Periodontitis. 

2. Periodontosis. 

3. Vincents infection. 

The classification, periodontitis, ac- 
counts for 80-90% of all cases. Peri- 
odontosis, which is more rare, ac- 
counts for about 10% of cases. These 
two, however, are both called pyor- 
thea. In the disease of pyorrhea 
there may be only one tooth in- 
volved, but usually there are several. 

Last, but not least, is Vincents in- 
fection, which has commonly been 
called trench mouth since World 
War I. Vincents too may only in- 
volve one tooth, but more often it 
involves several. 

For a better understanding of our 
problem, let us say that your teeth 
hang in bony sockets. They are sus- 
pended by numerous shock absorb- 
ing fibers, very much like a ham- 
mock supported by resilient ropes. 
The gingival tissue or gums, covers 
the bone and forms a collar around 


the necks of the teeth. It's main func- 
tion is to protect the bone. 

In periodontal disease, when this 
soft tissue first becomes inflamed or 
irritated, we have beginning gingivi- 
tis. When this happens the tissue 
begins to loosen and the crevice 
deepens between the tooth and the 
inner side of the gum. This area is 
out of reach of the tooth brush, so a 
pus pocket forms. Pyorrhea means 
“flow of pus.” 

This process causes toxins to form. 
They are absorbed and slowly the 
surrounding bone is lost because of 
this irritation. At this point, the de 
structive processes move on, even 
though they may or may not advance 
slowly. The supports are weakened 
and unless pyorrhea is recognized 
in its early stages and arrested, the 
teeth will be prematurely lost. 

Nearly everyone is interested in 
knowing what starts these evil influ- 
ences working. This cannot be an- 
swered with one stock phrase. The 
disease and destruction is usually 
the result of many abnormal factors. 
The combination of these factors pro 
duce a field very favorable to the in- 
vasion of infection into the tissue. 

Dental calculus is a serious offend- 
er. Hard deposits form around the 
necks of the teeth, both above and 
below the gum line. This is a calci- 
um compound deposited by the sa- 
liva. This, plus food deposits, if not 
removed in four to eight hours, will 
solidify. After solidifying, the sharp 
edges that are formed will irritate the 
soft tissue and the inflammatory 
processes begin. Some people have 
calculus in large quantities while 
others have practically none. Even 
though there are no obvious signs 
of caluculus, everyone should have 


124 THE DENTAL ASSISTANT 





train 
sible 
care 

gram 
is li 
also. 
dent 
bette 
caus 
time 

encol 


field. 


Far 
crimi 
thea. 
ly me 
and | 
overt 
Watc 
dente 
ed sc 
free f 


The 
is a 
Moutl 
watcl 
more 
Cause 
and t 
lost. 
will p 
ticatic 
Cause 
the of 
little 
gums 

Imy 


JUL 








a prophylaxis at regular intervals. 
By so doing, all gum margins and 
tooth surfaces can be completely and 
thoroughly examined. This is ex- 
cellent preventative dentistry on the 
patient's part. At the same time, 
the patient also has the right to ex- 
pect the practice of preventative 
dentistry from the profession. 

Along the lines of prevention, I 
wish to stress the important part the 
dental hygienist will play in the fu- 
ture. Because of her specialized 
training, she will be almost indispen- 
sible to the busy dentist, by taking 
care of his routine prophylaxis pro- 
gram. Due to the fact that her field 
is limited, the patient will benefit 
also. Summing it all up, the good 
dental hygienist will no doubt do a 
better job than many dentists, be- 
cause she can give the patient more 
time and attention. We should all 


encourage any girl inetrested in this 
field. 


Faulty dentistry is also a common 
criminal in the development of pyor- 
thea. Poorly fitted appliances, bad- 
ly made crowns and bridges, rough 
and improperly carved fillings with 
overhanging margins are dangerous. 
Watch out for menacing flaws in your 
dental work and have them correct- 
ed so that all gum surfaces will be 
free from irritation. 


: The irregular arrangement of teeth 
IS @ perpetual source of trouble. 
Mouths with this condition should ke 
watched closely. The loss of one or 
more teeth, if not replaced, may 
Cause pyorrhea for the teeth will drift 
and the normal relationship will ke 
lost. They will separate and food 
will pack between them during mas- 
tication. These food impactions will 
Cause pyorrhea pockets to form. On 
the other hand, soft foods that need 
little or no chewing, deprive the 
gums of much needed stimulation. 
Improper occlusion (the way the 
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upper and lower teeth come together) 
is one of the greatest sources of py- 
orrhea. I am sorry to say that there 
is probably less known about its cor- 
rection than any other phase of dent- 
istry. Teeth that are in improper oc- 
clusion take a terrific beating during 
mastication. This too, will cause in- 
flammation and a final breakdown 
of the supporting tissues. About 90% 
of cases have faulty occlusion that 
needs some correction. The proper 
correction of occlusion calls for an 
exacting and detailed technic. I 
would like to stress the fact that if 
the operator does not understand the 
principles of occlusion and does im- 
proper grinding, the results will be 
more damaging than beneficial. On 
the other hand, when he does intelli- 
gent grinding, the teeth wiil have a 
chance to function normally. 

A patient of Jong standing, who is 
told that her teeth must be lost due 
to pyorrhea, usually asks two em- 
barrassing questions. They are: 

1. “How long have I had pyor- 
thea?” 


2. I have been coming to you for 
a long time; why haven't you told 
me before?" 

She has a point, for to be truthful 
the most advanced cases of pyorrhea 
are of quite long standing, due to the 
slow processes of destruction. Many 
more teeth would be saved and we 
would avoid such embarrassment by 
early diagnosis. It is up to all of us 
in the profession to teach ourselves 
to recognize the early signs. By so 
doing we could advise the patient of 
the condition and needless to say, 
early treatment is more satisfactory. 

A rarer kind of periodontal disease 
is called periodontosis, or dry pyor- 
thea. The teeth may look beautiful, 
ithe mouth may appear immaculate 
and free from calculus or bleeding 
gums but for some reason the bone 
is rapidly lost and the teeth start 
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drifting apart. Spaces appear be- 
tween them, especially in the ante- 
rior regions. In these cases the un- 
derlying cause remains a mystery. 
Some deficiency in nutrition is sus- 
pected, since the condition is some- 
times found in persons of middle age 
who have an inadequate diet. An- 
other probability is that something 
happens to disturb the internal se- 
cretions, involving the bone forming 
cells. 


Next to periodontitis, Vincent's in- 
fection is the most common. Con- 
trary to pyorrhea, Vincent's is in- 
volved by specific organisms. There 
are two types of Vincent's, acute and 
chronic. The acute type is consid- 
ered the most dangerous, because if 
the tissue of the throat and lungs be- 
come involved, the results are usu- 
ally fatal. 


Vincent's infection is considered by 
scme to be contagious. However, it 
usually responds readily to oxidizing 
drugs, prophylactic measures and 
good home care. Some cases diag- 
nosed as Vincent's which fail to re- 
spond to treatment, generally turn 
out to be periodontitis. Symptoms of 
gum inflammation are superficially 
similar, but since pyorrhea is not 
caused by specific organisms, drug 
therapy is of very little benefit. When 
basic pyorrhea treatments are ad- 
ministered Vincent's symptoms also 
vanish. 

Vincent's is considered a filth dis- 
ease by some periodontists, there- 
fore the better co-operation on the 
potient’s part in keeping the mouth 
clean, the earlier the disease can be 
eradicated. However, unless the dis- 
ease is completely cured, chronic 
Vincent's will follow. In chronic Vin- 
cent's the gum pappilae between the 
teeth is destroyed and this condition 
causes pyorrhea pockets to form. 
You can readily see it completes a 
vicious circle. 





Now we come to the question, 
“CAN PYORRHEA BE CURED?” The 
reason for the widespread opinion 
of both the profession and the pub- 
lic that it cannot, may probably be 
found in this fact. Dentists gener- 
ally do not recognize the disease un- 
til it has become firmly established. 
This, plus the fact that inadequate 
methods of treatment have been 
used, gives rise to the fallacy that 
it cannot. But when the pathologic 
processes which are indicated by the 
early clinical changes are fully un- 
derstood and the proper method of 
treatment is used, "I say it can be 
cured in most of its stages.”’ 


When pyorrhea is the atrophic or 
mixed type as is often the case, mat- 
ters are somewhat more complicated. 
Systemic disorders involving the 
whole body may be mysteriously at 
fault. But even here, the probability 
is that the disease could be arrested 
if not cured. When the teeth are 
very loose, can be rotated or de- 
pressed in their sockets and have 
pus pockets extending almost to the 
root tips, then pyorrhea cannot be 
cured. It is like waiting for the fu- 
neral to give the smallpox vaccina- 
tion. 


Teeth with only one-third of the 
bone remaining are very poor risks 
as far as successful treatment is con- 
cerned. Once the bone. is lost, it is 
gone forever, for we know of no 
method to cause it to regenerate. 


Bleeding gums is a sign that calls 
for expert diagnosis. Even before 
the bleeding gum stage, X-rays may 
furnish an earlier sign of trouble. 
Spikes of bone which should project 
upward between the teeth are seen 
to be blunted and in the process of 
disappearing, when X-rays are used 
for diagnosis. Proper diagnosis is 
most important before treatment. This 
is done by charting the entire mouth, 
taking the entire history of the pa- 
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tent along with a complete set of 
X-rays and study models. Only with 
the evaluation of this information and 
the special knowledge of the eitiol- 
ogy and prognosis of periodontal dis- 
ease, should we proceed. 


After diagnosis, the first step would 
be to remove the calculus from above 
the gum line. This is comparative- 
ly easy, but removing the calculus 
from below the gum line, where it is 
hidden from view, is more difficult. 


The finest of instruments are rela- 
tively coarse and microscopic specks 
left in place may cause the irritating 
accumulations to re-occur. Clean- 
ing out pockets often affects rapid 
cures, but they are likely to be tem- 
porary. Especially is this true if the 
patient gets over confident and be- 
comes lax in the home care of his 
teeth or fails to return for follow-up 
treatments. 


Advanced cases with deep pockets 
that formerly were considered hope- 
less, often respond well to conserva- 
tive surgical treatment. Instead of 
probing into the pockets, the soft tis- 
sue side of the pocket is carefully cut 
away and the remaining tissue is 
carved so that after healing it will 
be as self cleansing as possible. The 
diseased or granulated tissue is care- 
fully removed along with the remain- 
ing calculus that is found on the roots 
of the teeth. All this is done under 
local anesthetic and the patient ex- 
periences no pain. This can be done 
as precisely as filling a tooth be- 
cause of the clean field of operation 
and the accessibility to the pockets. 


In an operation of this type ‘he 
dental assistant's aid is absolutely 
necessary. She keeps’ the operative 
field free from blood, saliva and 
granulated tissue with an aspirator 
and at the same time holds a light 
for illumination. After the surgery 
18 completed, she mixes and helps 
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apply the surgical dressing. This 
dressing consists mostly of zinc oxide 
and eugenol and is placed over the 
wound and left for one week. The 
first dressing is then replaced with 
another and left on the wound for 
the second week. When this second 
dressing is removed the patient must 
carry out most carefully, the home 
care instructions given to her. 

These home care instructions will 
vary according to the ideas of the 
operator. In my opinion, impressing 
upon the patient the fact that the 
procedure must be carried out faith- 
fully in every detail, is far more im- 
portant than a particular technic. I 
want to add that any type of perio- 
dontal treatment will fail without this 
continued co-operation on the pa- 
tient's part. 

It is true that the end result of the 
operation leaves less tissue around 
the teeth and larger spaces between 
them, but the remaining tissue is 
healthy and the progress of bone de- 
struction is halted. In most cases 
the sensitiveness of the teeth will dis- 
appear very soon, providing the pa- 
tient keeps ihe mouth immaculately 
clean. However, if there are a few 
isolated sensitive spots, they can be 
eliminated by burnishing the area 
with a paste made of equal parts of 
sodium floride, kaylion and glycer- 
ine. 

I persist in the belief that all of this 
could be avoided if proper preventa- 
tive measures were instituted. 


Many dental products advertise 
with the warning that a pink tooth 
brush means pyorrhea is on the way. 
They say four out of five have it. Pos- 
sibly they have a point inasmuch as 
they do make the public’ conscious 
of impending danger, but it must be 
remembered that on occasion healthy 
gums can bleed from the abuse of 1 
tooth brush. This must be distin- 
guished from the chronic bleeding 
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due to pyorrhea. In cases of pyor- 
rhea general pressure will cause the 
spongy gums to bleed spontaneous- 
ly. Often patients will awaken from 
sleep with blood in the mouth. Chron- 
ic bleeding of gums may be a fore- 
runner of pyorrhea. 


If pocket formations were painful 
like a toothache, more persons would 
consult their dentists early when 
treatment would be comparatively 
easy. The pain stimulus is usually 
absent so pyorrhea is called incur- 
able because the patient does not go 
to the dentist until so much bone is 
lost ihat successful treatment is im- 
possible. 


Everyone talks about gum mas- 
sage but few people do anything 
about it. Even the busy dentist with 
a large general practice, rarely gives 
much advice about it. However, ihe 
specialists in periodontal disease 
stress it greatly. Indeed, they go so 
far as to insist that the health of the 
gum tissue depends entirely on home 
care. They also go so far as to say 
that ihe failure to impress upon the 
patient the necessity of gum mas- 
sage accounts for many unnecessary 
failures in treatment. 


Circulation in the gums is slug- 
gish at best. Massage improves tis- 
sue health and its powers of resist- 
ance. The specialist applies drug- 
soaked packs that cause the gums 
to blanch, then when removed the 
vigorous inflow of blood causes them 
to turn pink. This is a kind of chem- 
ical massage, but mostly the mas- 
sage problem is up to the patient. 
If he keeps up his first fine intentions 
and never back slides, his pyorrhea 
cure will most likely be permanent. 


Any of us with our own teeth can 
benefit from brushing and massage 


technics, whether we have pyorrhea 
or not. Dr. Charter’s method is a 
popular one and consists of placing 





the tooth brush on two or three teeth 
at a time and vibrating the bristles 
between the teeth with short, firm mo- 
tions. Firm pressure is necessary so 
that when the sides of the bristles 
are pressed against the gums, the 
gums will blanch and then when re- 
moved, the healthy blood flow will 
be accelerated. Apply the brush to 
each space between the teeth on both 
the tongue and cheek side. When 
vibrated properly there will be a 
pleasant tingling sensation. This 
technic is especially suited to adults 
whose gums have normally receded 
somewhat. 


The type of brush and the proper 
short, firm motions are most impor- 
tant. Brushes with two rows of bris- 
tles and spaces between the tufts are 
the most popular. No special pastes 
or powders are necessary. Brush 
bristles should be very stiff and a 
person should have two in order to 
have a dry brush both morning and 
night. These should be discarded 
after three months use. Many perio- 
dontists mail to their patients a new 
set of brushes at three month inter- 
vals, knowing that most of us think 
that a tooth brush is good to its last 
bristle. 


Gum massage with the fingers is 
also excellent. So is the use of inter- 
dental stimulators. These are stim- 
ulants and rubber-tipped devices 
that can be used between the teeth 
to increase the blood flow. Emily 
Post frowns on the use of toothpicks, 
but the round ones used properly 
are a satisfactory agent in gum mas- 
sage. 


This sounds like work and it is, 
but it should be as much a part of 
good grooming as the care of the 
nails, hair and complexion. It is far 
more important to the health for 90% 
of the food used for body mainte 
nance is processed by this masticat 
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ing machine. This same masticating 
machine is also an asset to good ap- 
pearance. The vast majority of py- 
orrhea patients give up after an ini- 
tial conscientious spurt. We find 
that only about 10% follow through 
and the balance isn't convinced that 
it is worth the effort. They find it 
easier to blame the dentist for failure 
tc cure them. They are also the 
ones whose clacking dentures con- 
tribute to the legend that pyorrhea 
is incurable. It is true that pyorrhea 
is only partly curable in the dentist's 
chair. The rest is done at home, but 
this does not mean that the dentist 
can be dispensed with. 

Some of the curative measures 
have been described. In addition to 


this the dentist can also give good 
advice on diet. He will probably 
inquire into the food habits of the pa- 
tient and recommend vitamins and 
mineral rich foods, if they have been 
ignored. He might advise the par- 
taking of such foods as raw celery, 
carrots and all salads that require 
vigorous chewing. All of these foods 
aid in the massage of the gums and 
the cleaning of the teeth. Soup eat- 
ers and fruit juice drinkers hardly 
need teeth anyway. I would like to 
add that a raw apple,: when properly 
masticated, is an excellent agent for 
gum massage and cleaning the teeth 
too. 

The average dentist doesn’t relish 
the pyorrhea patient. That is be- 
Cause the treatment of pyorrhea is 
tedious and lengthy and he knows 
the human tendency to back slide 
and blame him for failure. It is sig- 
nificant that while the profession in 
genera! is rather dubious that pyor- 
thea can be treated successfully, the 
Periodontists attitude is quite the 
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contrary. Perhaps he merely has 
the moral courage to browbeat his 
patients into complete co-operation. 


Presented at Indiana State 
A.D.A. Annual Meeting 
Indianapolis, Indiana, 
May 19, 1948. 


THE MONTH OF RIPENESS 
Thou lanquid August noon, 

When all the slopes are sunny; 
When with jocund, dreamy tune, 

The bees are in the honey— 
When with purple flowers, 

A-flaming in the sun, 
The drowsy hours 

Thread, one by one 

The golden pleasaunces. 





Then is heart's musing time, 

Then, of all the seasons, 
Old Earth for inward rhyme 

Is full of golden reasons;— 
Then the ripening gourd, 

The sun-kissed garden wall, 
The purpling hoard. 

The flocks that call 

Adown the distances. 


Forgo the saddening tear, 

Thou month without alloy; 
To younger seasons of the year 

Resign the flag of joy; 
But Thou, be what thou art, 

Full brooding to the brim 
Of dreams apart 

And purlieus dim 

Of leafy silences. 


—Wilfred Campbell. 
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EDITORIAL DEPARTMENT 


THE DENTAL ASSISTANT 


A JOURNAL FOR DENTAL ASSISTANTS DEVOTED TO THEIR 
INTERESTS AND EDUCATION 


Bi-Monthly publication of the A.D.A.A. Journal for Dental Assistants Devoted to their 

Education and Interests and to the Efficient Conduct of Dental Offices. Publication of all 

statements, opinions, or data, is not to be considered as an endorsement of same by journal 
or its publishers. 


Giom “Where J Sit? 


My view has changed where a year or so ago I was actively engaged 
in the work of the A.D.A.A., today I am but an associate memker, as keenly 
interested but not an active participant in its most vital program. Seeing 
things from an abstract viewpoint, we watch the evolution of the new edu- 
cational standard and the development of the Certification Plan. 


The months since the Boston Meeting have been filled with this pro- 
gram, accompanied by the national ‘growing pains” that were inevitable. 
Several years will pass before it will be fully established and accepted. 
In the face of much discouragement every individual member owes it to 
her association to help this program, whether she personally participates 
or not. For it symbolizes a majcr aim, the advancement of education and 
the professional recognition of the dental assistant. 


It was unfortunate that the leaders of the A.D.A. did not see fit to pro- 
vide a National committee to work with the certification board. It would 
have solved many problems, and ensured the closer cooperation between 
the state and component socisty coordinating committees. Nevertheless it 
must be clear to all officers and those interested that recognition of the Cer- 
tified Dental Assistant musi first come from the dental profession. Hence 
any action which will require the assistance of the dentist in the planning 
of the educational program shculd demand their consultation in its early 
stages. The presentation to the profession of a fait accompli is not always 
wise, particularly if help and recognition is desired at a later date. 

In all our actions, plans and programs, we must always remember that 
we are part of the larger health program and an ancillary part of the dental 
profession. 


My first introduction was as a guest ot the Illinois and Chicago Dental 
Assistant's Associations in February, 1947, and so to Chicago for the first 
year following this major step at Boston. What a city it is! You'll like 
Chicago; there’s a feeling in the air—like the west's San Francisco, another 
city that knows how. Tall buildings, a cultural center, fine shops, elevated 
and subways, to delight you. Northern California Association is sending 
Alberta Clinite, president, as its representative. 

Conventions are but milestones in the progress of our association. They 
are times for the summarization of work and achievement, for the transfer 
of responsibilities, for the gaining of a new vision and perspective. It mat 
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ters not who “carries the ball’’ in the game of life’s activities, the important 
factor is the cooperation of all members in guaranteeing progress and ac- 
complishment. . 

Ruth Inskipp, 

209 Post Street, 

San Francisco, Calif. 


RECOMMENDATIONS FROM THE HOUSE OF DELEGATES—1947— 
ADAA ANNUAL MEETING 


PROPOSED AMENDMENTS TO THE ADAA BY-LAWS 


to be brought before the House of Delegates of the 1948 Annual meeting 
to be held in Chicago, IIl., September 13-16th. 


l. That Article I—OBJECT—be amended by striking out the word WHITE” 
so that the Article will read: The particular objects of this association 
shall be: To aid in the advancement and elevation of the Dental pro- 
fession by encouraging women employed as dental assistants, etc. 
That Article III be changed—MEMBERSHIP, Section 4, Independent 
Members, amend last sentence in paragraph 1 to read: The application 
must first be presented to Trustee of the District in which the applicant 
resides accompanied by Annual Dues of $4.00. 

Article III, Section 5, Associate Members, amend last clause in para- 
graph | so that it will read: ‘Upon payment of $4.00 annual dues.” 
Article III, Section 5, Associate Members, paragraph 2, amend so that 
it will read: ‘‘And the payment of $3.00 annual dues.” 


2. Add a New Article to be No. IX, page 13, just before DUES” and just 
after ‘Board of Trustees” to be titled EMPLOYEES”. It shall read: 
EXECUTIVE SECRETARY. There shall be employed an Executive Sec- 
retary whose duties shall be to carry out the details of the General 
Secretary's Department and perform any other duties that may be des- 
ignated by the House of Delegates or the Board of Trustees. 

The Executive Secretary shall be employed by the Board of Trustees who 
shall determine the amount of salary to be paid. 


3. ARTICLE VIII—Board of Trustees, Section 1. Strike out the words 
“Founder, Juliette A. Southard” so that it will read: The Board of Trus- 
tees shall consist of the President, the three Vice Presidents, etc. 

NOTE: The following should come under No. 2: 
“When an Executive Secretary is employed by the American Dental 
Assistants Association the General Secretary may delegate as many 
of her prescribed duties to this employee as she deems advisable.” 
It is requested by the By-Laws Committee that the Presidents of the Local 
and State Societies, present this report before their respective societies 
before the Annual Meeting, so that the members may vote on these 
PROPOSED AMENDMENTS in their own Societies, and that their Dele- 
gates may be properly informed as to the wishes of their members, so 
that when these PROPOSED AMENDMENTS are brought before the 
House of Delegates, they will casi their ballot as the representative of 
their respective society. 

Lucile B. Adams, Chmn. By-Laws Committee 
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ADAA PUBLIC RELATIONS BULLETIN NO. 4 
MANAGING MONETARY MATTERS 


With only a few months before the national meeting our thoughts nat. 
urally turn to sending our delegates. Is your treasury prepared for this? 
If not, here are a few poiniers that might swell it to take care of the neces- 
sary expense. 

Sponsor a professional enterprise such as a block of seats.at theatres, 
lectures, dances, etc. Usually on an off night for the management. 

Fashion Show. Invite one or two select shops in your district to lend 
their merchandise to your society and have your members act as models. 
Tea may be served at the conslusion of the show. It would be rather inter- 
esting this year to show the close relationship of the NEW and the very 
OLD look along with the tashions. 

The ingenuity of the Chicago girls is swelling their Juliette Southard 
fund through the skill of Luella Austerlaide who purchased a plain white 
blouse and for a nominal fee she allows you the privilege of autographing it. 
She in turn embroiders your name and the blouse really is lovely to look 
at and dear to the possessor. She will model it at the national meeting. 

Arrange to sell birthday cards, Christmas cards, Christmas wreaths, 
mistletoe garlands, etc., at Christmas time or gift wrappings. Everyone can 
use these articles and it is amazing what the profits can amount'to. 

If raffles are not forbidden in your state, why not sell chances on some 
worthwhile item? One society cleared over a thousand dollars on a car. 
Have tickets printed and duplicate stubs made and instruct all the members 
to obtain the full name and address of each purchaser. 

Have you tried a White Elephant Party or an Auction? One society 
has every member donate some handsome article for their annual auction 
and then they are auctioned off at the meeting. If not auctioned, have 
prices marked on various articles and sold by the committee in charge. 

Rummage sales net a goodly sum if the group is large enough and 
willing to devote the time to this undertaking. The society can usually get 
some empty building to be used for this affair either gratis or for a nominal 
fee. Ask every member to contribute articles to be sold. 

Have birthday boxes at every meeting and all members who have 
birthdays within that month may contribute toward the treasury. 

Institute penny forfeits at each meeting, the members paying all the 
pennies in their purse toward the cause. 

Why not try an amateur play? Simple scenery, a cast adopted to 
the membership, comedy usually sells better, and get busy. Rehearse 
often, begin promptly, publish the fact and sell tickets sufficiently far in ad- 
vance for the best results. It will prove fun io the members preparing it too. 

Offer ‘grab bags” at a meeting where for a small fee you may select 
some wrapped package that has been donated by other members or the 
officers. They need not be expensive but do have worthwhile articles. 

Be sure to time your project so it will not interfere with a similar project 
of another club. Itemize the possible expense, and select a plan not too 
ambitious for a small group. Publicize your plans and if selling tickets, 
etc., have every member responsible for a certain number of them. Solicit 
funds, but do not beg. Keep your project professional and dignified. 


Marie Johnson, Chmn. P. R. Committee 
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IMPORTANT ANNOUNCEMENT 


CERTIFICATION BOARD, ADAA 


Members planning to take the Certification Examination at the Twenty- 
fourth Annual Meeting, to be held in the LaSalle Hotel, Chicago, Illinois, in 
Room 1860 on Tuesday, September 14, 1948 at 9 A. M. will please write the 
Secretary-Treasurer of the Certification Board, Helen Tisdal, 1805 W. College 
Street, Midland, Texas, BEFORE July 15, 1948, requesting an Examination 
Application, so that the candidate's eligibility can be determined. 


Helen H. Fitting, Chairman 
Certification Board, ADAA 





July 15th will be the deadline for those of you who are planning to 
apply for Application for Examination at the Annual Meeting in Chicago in 
September. You may send your request direct to the Secretary of the Certi- 
fication Board, if there is no State or Local Society in your locality. 


In filling out your applications, please sign your name exactly as you 
would have it appear on your Certificate. 


To Societies planning the Study Course, FIRST contact your State Presi- 
dent and Secretary for information. Your District Trustee stands ready at all 
times to assist you. Each of these Officers has all information sent out by 
the Certification Board. 


For the benefit of those members applying for Certification without 
Specific Examination: ‘Five Consecutive years’’ means the past five years, 
those applying must be actively employed. Some of you have not sent 
statement signed by your Employer as to length of time employed, we must 
have this attached to your application, if you have not done this, please 
send this to me at once. 

Please check your POSTAGE, when sending mail to the Secretary's 
Office. Your mail is much delayed when there is postage due. 


Helen Tisdal, Secretary-Treasurer 

Certification Board, A.D.A.A. 

1805 W. College, Midland, Texas. 
Telephone 1732. 





TWO SLANTS ON MARRIAGE 


When a man asks a maid and she says she'll be his, 
He hopes she'll forever remain as she is. 

When a maid has said “Yes,” she commences to plan 
For complete alterations to make in her man. 

A maid to a man is a vision ethereal; 

A man to a maid is a piece of material. 


—Anonymous cynic quoted in the Journal 


of the American Medical Association 
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Preliminary Program 
American Dental Assistants Association 


Twenty-fourth Annual Meeting Chicago, Illinois 
LaSalle Hotel, September 13-16, 1948 


SATURDAY, September 11th-—— 
2:00 P.M. Meeting of Board of Trustees. 
6:30 P.M. Board of Trustees’ Annual Dinner. 


SUNDAY, September 12th— 
9:30 A.M. Board of Trustees’ Meeting with Journal Staff and Past 
Presidents’ Council. 
4:00 P.M. Hostess Society Entertainment. 


MONDAY, September 13th— 

9:00 A.M. GENERAL MEETING. 
Presenting: Reverend William T. Travis, Helen H. Fit- 
ting, Lola Berg, Dr. Robert G. Kesel, Marion Wishart, 
Steve Ann Montgomery, Gladys Triphahn, Marie 
Johnson, Sadie L. Hadley, Dr. Ralph H. Campbell, Dr. 
Lloyd H. Dodd, Dr. J. M. Wisen and the Canadian 
Representative. 

2:00 P.M. First House of Delegates Meeting. Business Session. 


TUESDAY, September 14th— 
9:00 A.M. Certification Examination. 
9:00 A.M. Competitive Clinics and Posters. 
2:00 P.M. Second House of Delegates Meeting. Business Session. 
6:00 P.M. Reception and Banquet honoring President Sadie L. 
Hadley, in the Illinois Room, LaSalle Hotel. 


WEDNESDAY, September 15th—- 
9:00 A.M. “INFOSCOPE” 
Presenting: Helen Tisdal, Secretary-Treasurer Certi- 
fication Board. 
Melva Russler, Chairman, Education Com- 
mittee. 
Sadie M. Leach, Editor, The Dental As- 
sistant. 
Marie Johnson, Chairman, Public Relations 
Committee. 
Katie McConnell, First Vice-President, pre- 
siding. 
2:00 P.M. Third House of Delegates Meeting. Business Session 
and Election of Officers. 


THURSDAY, September 16th— 


8:30 A.M. Fourth and Final House of Delegates Meeting. 
Unfinished Business. 
Presentation of Trophies, Clinic and Poster Awards. 
Installation of Officers. 
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Adjournment to meet in 1949. 
Meeting of Board of Trustees. 
2:00 P.M. Table Clinics. 


Clinics will be presented for second time in the Stev- 
ens Hotel with those of the American Dental Asso- 
ciation. 

Exhibits: An Exhibit, depicting the services of the 
dental assistant to the Dentist and his pa- 
dients will be presented in the Exhibit Sec- 
tion of the American Dental Association at 
the Stevens Hotel. 


REGISTRATION: 

Registration will begin on Sunday, September 12th, at 9:00 A. M. 
and continue to 4:00 P. M. Thereafter, registrations will be held 
ONE hour before each session throughout the Convention. 

All meetings of the House of Delegates, Clinics and Posters, Info- 
scope and Installation of Officers will be held in the Century Room, 
19th Floor of the LaSaile Hotel. 

Certification Examination will be held in Room 1860, LaSalle Hotel. 


A cordial invitation is extended to members of the Dental profession, their 
wives, dental assistants and friends to attend the General Meeting, the 
Clinics and Posters and the Annual Banquet. 


Katie McConnell, 

Program Chairman 

4272 Moreland Ave. N. E. 
Atlanta, Ga. 





TEN MAXIMS OF PUBLIC SPEAKING 


1. When you are in a hurry, skip everything but the pauses. 
2. A speech should be like the leaping of a fountain, not the pumping of a 
pump. 
3. An illustration is a window in an argument. 
4. The three B's of public speaking: Be brief, be bright, be gone. 
9. The three Ins of public speaking: Inierest, instruct and inspire. 
6. The three ups of public speaking: Stand up, speak up, and shut up. 
7. If anyone is ever fool enough to ask you to speak, be fool enough to 
speak. 
8. No souls are saved after the first twenty minutes. 
9. If you don't strike oil in three minutes, quit boring. 
0. Begin low, proceed slow; rise higher, take fire; when most impressed 
be self-possessed; to spirit wed form, sit down in a storm. 
—Lionel Crocker 
Professor of Public Speaking, Denison University 





To eliminate distortion in X-rays of the upper jaw which may result from 
excess pressure on the film, place a cotton roll between the teeth and the 
film. The cotton roll acts as a’ stabilizer and prevents bending. 

—Dental Survey, February, 23:286, 1947. 
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1948 CONVENTION COMMITTEES 
Program Committee 


Katie McConnell, Chairman ....... 4272 Moreland Ave. N. E., Atlanta, Ga. 
Lola Berg, Co-Chairman ............ 211 No. Oak Park Ave., Oak Park, Ill. 
Transportation Committee 
Edna Schmanke, Chairman .......... 3501 S. Western Ave., Chicago 9, Ill. 
Glodive ArmsWOnd «....cccseccssscece 419 E. Punahou Pl. Altadena, Calif. 
CONN NER 4c oa wrens su tns Kusewenekns 725 Du Pont Bldg., Miami, Fla. 
Convention Arrangements Committee 
Gladys Triphahn, Chairman ...... 108 N. State St., Room 805, Chicago2, Ill. 
Edith Smith, Co-Chairman .......0:6666% 1104 Chicago Ave., Oak Park, Ill. 
Reception and Information Committee 
Ruth Bates: Caine: «oso b kc ec eee 1825 E. 72nd St., Chicago 49, Ill. 
et PRN Ais bie hE KD Son es 8s Fis 2651 N. Cicero Ave., Chicago 33, Ill. 
IG TI ok hoc cP ew ds eR aS 15426 Center Ave., Harvey, Ill. 
OS of oon ee ee Weeds 1726 W. Division St., Chicago 22, Ill. 
SE TOE cic cc xetwalichecksaceeaet 7015 Sante Ave., Chicago 37, Ill. 
Annual Dinner Committee 
Lola Boro, Chairman .. 6 .s ces ccvccss 211 N. Oak Park Ave., Oak Park, Ill. 
IO ie wins MNS 0 On a eae Box 488 Libertyville, Ill. 
CE MIN 6 oon scctess kesSedaes 5760 Harper Ave., Chicago 37, Ill. 
Ni acd sek nanees dnemae 10058 Ewing Ave., Chicago, Ill. 
SN I anc x oven cdk ckonesddcasns 10292 Madison St., LaPorte, Ind. 
ne a ss waite es WOR 182 E. 154th St., Harvey, Ill. 
Pe ERI oy cbs che oie hace be Rte 5040 West End Ave., Chicago. Ill. 
Entertainment Committee 
Luella M. Austerlade, Chairman ....... 8126 Bennett Ave., Chicago 17, Ill. 
ID 6 nko s dbeke date ews pawns 630 Jefferson Bldg., Peoria, Ill. 
Pe I SHES GLES Suva eh duis kav eden’ 1264 Citizens Bldg., Decatur, Ill. 
Harriett Turner ............ a are 7844 Vernon Ave., Chicago 19, Ill. 
DRIES DORIAN oo no wes e cess veuvens 2341 W. 100th Pl., Chicago 43, Ill. 

Publicity Committee - 
Berns FN, COG onc cco ssn ctccncassess Box 488, Libertyville, Ill. 
Mrs. Mildred Cermak ................. 2539 S. Kedzie Ave., Chicago, Ill. 


Clinic & Exhibit Committee 
Barbara Satterthwaite, Chairman .. 2244 N. Cleveland Ave., Chicago 14, Ill. 


TD 60k x s0 oo ambadeny seeds 2340 Lincoln Park Ave.,:Chicago 19, Ill. 
ENG I oss vv caidas Rhema 7424 S. Evans Ave., Chicago 19, Ill. 
Hostesses 
Marie Johnson, Official A.D.A.A. ...... 234% Wisconsin St., Portage, Wis. 
Mary Haney, Official Suite ........... 2210¥%2 Military Ave., Omaha, Neb. 
Di SU DN ook ee ba So eee ek 7112 Champlain Ave., Chicago, Ill. 
Page 
BRIA TONNE noc «vn uo caus dncecerone 2105 Pioneer Rd., Evanston, Ill. 
Parliamentarian 
Mrs. W. Glenn Suthers .............. 11111 S. Hoyne Ave., Chicago 43, Ill. 
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All Roads Lead to Chicago and the 
American Dental Assistants Association Convention 
September 13th to 16th 


LaSalle Hotel will be Headquarters 


Union Pacific ‘City of Los Angeles’’—Exira Fare Train 
Daily Lv. L. A. 5 P. M. Standard time 
Ar. Chicago 10:45 A. M. 2nd Morning. 


Union Pacific ‘Los Angeles Limited’"—No Extra Fare 
Daily Lv. L. A. 12:01 Noon, Standard time 
Ar. Chicago 2:45 P. M. 2nd Day. 


Union Pacific “City of San Francisco’’—Extra Fare 
Daily Lv. S. F. 5:00 P. M. Standard time 
Ar. Chicago 10:45 A. M. 2nd Day. 


Union Pacific "City of Portland’’—No Extra Fare 
Daily Lv. Portland 5:30 P. M. 
Ar. Chicago 11:50 A. M. 2nd Day 


Chicago Eastern Ill “City of Miami,” ‘Dixie Flagler’ and ‘South Wind" 
Daily Lv. Jacksonville, Fla., 9:55 A. M. or 5:35 P. M. 
Royal Palm” or ‘Ponce de Leon” 
Daily Lv. 9:55 A. M. or 5:35 P. M. 


Eastern Air Lines has a non-stop flight of 4 hours 
Lv. Miami 11:30 A. M. Daily. 


Constellation Flight Lv. 8:00 A. M. Flight 5 hours, 45 minutes. 
Bus connection can be made daily depending upon time of departure. 


Mr. A. C. Childs in the Pasadena office has charge of the Dental Asso- 
ciation reservations for the entire West Coast and will take ours too. A 
letter to Mr. Childs from any of the girls up and down the coast will get 
them better results than depending on local ticket agents. 


Transportation Chairman, 
Edna Schmanke 
3501 S. Western Blvd., 
Chicago, Ill. 





TESTIMONIAL FOR PRESIDENT SADIE L. HADLEY 


Officers of the state dental societies, presidents of state and local dental 
assistants organizations, dental dealers and others from all of the New 
England states gathered at the Hotel Bradford in Boston on May 4, 1948 at a 
testimonial dinner for Sadie Hadley, President of the ADAA. Speakers paid 
tribute to the energy, enthusiasm and ability of our president and pointed out 
that it was probably the first time a woman associated with the dental profes- 
sion had been so honored by its members. A gold and diamond Hamilton 
watch was presented to Mrs. Hadley in recognition of her work for the dental 
assistants and organized dentistry. 
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HONOR ROLL 
Maricopa County D.A.A. (Ariz.) North Dakota State D.A.A. 
Arkansas State D.A.A. Erie County D.A.A. (Penna.) 
Northern California D.A.A. Lehigh Valley D.A.A. (Penna.) 
District of Columbia D.A. Soc. Pittsburgh D.A.A. (Penna.) 
Georgia D.A.A. South Carolina State D.A.A. 
Indiana State A.D.A. South Dakota D.A.A. 
Iowa State D.A.A. Texas State D.A.A. 
Louisville District D.A.A. (Ky.) Salt Lake City D.A. Soc. (Utah) 
Northeastern Kentucky D.A.A. Richmond D.A. Soc. (Va.) 
Michigan State D.A.A. Wisconsin State D.A.A. 


Washington State D.A.A. 

The Official Program for the 1948 meeting to be held in Chicago, Illinois, 
at the LaSalle Hotel, September 13th to 16th inclusive, will be sent to the 
Secretaries of all State and local associations. The 1948 Directory of State 
and Local Officers, will also be mailed to all Secretaries. 

Please return all membership cards that belong in the ADAA files. 
1948 A.D.A.A. memberships received before August 15th will be counted in 
the tally for the awards to be made for Total Membership Increase given at 
the Annual Meeting, so if you have received any dues recently, please for 
ward them at once. 

CHANGES OF OFFICERS 

MARICOPA COUNTY D.A.A. (Ariz.)—President, Susan Redding, 322 
Prof. Bldg., Phoenix. 

NORTHERN CALIF. D.A.A.—President, Alberta Clinite, 407 San Anselmo 
Ave., San Anselmo. 

FRESNO DIST. D.A.A. (N. Calif.\—Secretary, Alma Becker, 945 North 
Van Ness, Fresno. 

METROPOLITAN-OAKLAND D.A.A. (N. Calif.)—Secretary, Gloria War- 
ren, 511 Maud Ave., San Leandro. 

SONOMA DIST. D.A.A. (N. Calif.)\—President, Dorothy Smith, 315 Benton 
Ave., Santa Rosa; Secretary, Helene L. Senger, 884 Wilfred Ave., Santa Rosa. 

SOUTHERN CALIF. STATE D.A.A.—President, Marie McCoy, 4032 Wil- 
shire Blvd., Los Angeles; Secretary,'Ruth B. Miller, 4330% Leimert Blvd., Los 
Angeles. 

ORLANDO DISTRICT D.A.A. (Fla.)—Secretary, Louise Sutton, 715 Mag 
nolia Ave., Orlando. 

- CENTRAL DIST. D.A. SOC. (Ga.)—Sec. Louise Cobb, 807 Persons Bldg. 
acon. 

EASTERN DIST. D.A. SOC. (Ga.)—President, Elizabeth McElmurray, 
Shirley Apts., Augusta; Secretary, Edna Roberts, Oliver Gen. Hosp. Dental 
Clinic, Augusta. 

NORTHERN DIST. D.A. SOC. (Ga.)—President, Kathryn Holly, 1206 Med 
ical Arts Bldg., Atlanta; Secretary, Alma O'Toole, Fulton Co. Health Dept. 


138 THE DENTAL ASSISTANT 





= ss =. Ba. te 


a _ 


P 








160 Pryor St. S. W., Atlanta. 


SOUTHWESTERN D.A. SOC. (Ga.)—President, Winifred Moore, 407 Citi- 
zens Southern Bank Bldg., Albany. 

INDIANA STATE A.D.A.—President, Lois Kelley, 1006 Hulman Bldg., 
Evansville. 

EVANSVILLE D.A.A. (Ind.)—President, Betty Carrel, 510 Hulman Bldg.; 
Secretary, Bettie Russell, 1161 S. E. Second St. 

FORT WAYNE D.A.A. (Ind.)—President, Patricia Olson, 3415 Fairfield 
Ave. 

INDIANAPOLIS D.A.A. (Ind.)—President, Reba Reimer, 720 Underwriters 
Bldg. 

KOKOMO D.A.A. (Ind.)—President, Betty Jane Woerbe, 605 Union Bank 
Bldg. 

LA PORTE D.A.A. (Ind.)—President, Sadie M. Leach, 1029 Madison St. 

SOUTH BEND D.A.A. (Ind.)—Presideni, Virginia Macht, 612 J.M.S. Bldg.; 
Secretary, Bernice Rummel, 620 Odd Fellows Bidg. 

WESTERN IND. D.A.A. (Ind.)—President, Ruth Dirker, 230 Blackman St., 
Clinton; Secretary, Iona Vickers, 108 National Ave., W. Terre Haute. 

IOWA STATE D.A.A.—President, Grace Smithson, 1336 Des Moines 
gui Des Moines; Secretary, Gayle Horton, 469 Orpheum Bldg., Sioux 

ity. 

LOUISIANA STATE D.A.A.-—President, Thelma Pinney, 919 Market St., 
Shreveport; Secretary; Ethel Baxter, 117 E. Merrick, Shreveport. 

GRAND RAPIDS D.A.A. (Mich.)—President, Julia Melpolder, 745 Fulton 
- “ Grand Rapids; Secretary, Josephine Kielek, 875 Fifth, N. W., Grand 
apids. 

JACKSON DIST. D.A.A. (Mich.)—Secretary, Joanne Crandall, 507 W. 
Michigan Ave., Jackson. 

OAKLAND COUNTY D.A.A. (Mich.)—President, Thelma Fleming, 50 
Clark St., Pontiac; Secretary, Ruth Gudgel, 119 N. Main St., Clarkston. 

MISSOURI STATE D.A.A.—President, Rose Barby, 7800 Maryland, St: 
Louis; Secretary, Kathryn Goller, 1250 Big Bend. 

COLUMBIA D.A. SOC. (Mo.)—Secretary, Mildred Kolb, 9 Haden Bldg., 
Columbia. 

Popular Bluff D.A.A. (Mo.)—President, Ann Aubuchon, Dalton Bldg., 
Poplar Bluff; Secretary, Dorothy Hixon, State Bank Bldg., Poplar Bluff. 

ST. LOUIS D.A. SOC. (Mo.)—Secretary, Dorothy Stafford, 4105 West- 
minster Place, St. Louis. 

SPRINGFIELD D.A.A. (Mo.)—President, Mary Margaret Berg, 221% E. 
Commercial, Springfield; Secretary, Virginia Thompson, O'Reilly Veterans 
A Hospital, Springfield. 

NEW JERSEY STATE D.A.A.—Secretary, Barbara Cunningham, 857 
Haddon Ave., Collingswood. 

NORTH DAKOTA D.A.A.—President, Hilda Johnson, 415 9th Ave. N., 
Grand Forks; Secretary, Faye Sponhem, Northwood. 

GRAND FORKS D.A.A. (N. Dak.)—President, Ingrid Thompson, c/o 
Dr. Hewitt, Grand Forks; Secretary, Maxine Benson, c/o Dr. Jorgenson, 
Grand Forks. 

DAYTON D.A.A. (Ohio)—President, Phyllis Meece, 660 Fidelity Bldg.; 
Secretary, Mary Louise Tollinger, 701 Salem Ave., Dayton. 
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MAD RIVER VALLEY D.A.A. (Ohio)—President, Norann Parker, 901 La- 
gonda Ave., Springfield; Secretary, Martha Tischer, 417 Yellow Springs St., 
Springfield. 

NORTHWESTERN OHIO D.A.A. (Ohio)—Secretary, Anna Carey, 601 
National Bank Bldg., Lima. 

TOLEDO D.A.A. (Ohio)—President, Eleanor MacPhie, 320 Ontario St. 

WARREN D.A. SOC. (Ohio)—Secretary, Lilli N. Snyder, 302-B Newton 
Dr., Newton Falls. 

LEHIGH VALLEY D.A.A. (Pa.)—President, Mary Nickles, 28 N. 11th St., 
Allentown. 

SOUTH CAROLINA STATE D.A.A.—President, Mabel Martin, 1407 E. 
North St., Greenville; Secretary, Mildred A. Parsons, 66 Smith St., Charleston. 

GREENVILLE D.A.A. (S. Car.)—President, Betty Wiggs, 1311 Woodside 
Bldg.; Secretary, Frances Boggs, 810 Pendleton Si. 

SOUTH DAKOTA D.A.A.—President, Donna Fritz, 302 Medical Arts Bldg., 
Mitchell; Secretary, Esther Neis, 201 Johnson Bldg., Mitchell. 

TEXAS STATE D.A.A.—President, Edwina Ford, 1213 Medical Arts Bldg,., 
Dallas; Secretary, Vi Lackey, 817 Fisk Bldg., Amarillo. 

EAST TEXAS D.A.A.—President, LaRue Rhodes, c/o Dr. J. D. Roach, 
Longview; Secretary, Ruth Waits, 1101 S. Green, Longview. 

FORT WORTH D.A.A. (Texas)—President, Connie Walthall, 1513 Medi- 
cal Arts Bldg. 

HOUSTON DISTRICT D.A.A. (Texas)—Secretary, Helen Cook, 925 Med- 
ical Arts Bldg. 

PANHANDLE DISTRICT D.A.A. (Texas)—Secretary, Marjorie Baker, 204 
Oliver-Eakle Bldg., Amarillo. 

SAN ANTONIO D.A.A. (Texas)—President, Lucille Price, 742 Fulton Ave.; 
Secretary, Edna Brice, 1015 Florida. 


SOUTH PLAINS D.A.A. (Texas)—President, Betty Milford, 1220 Ave. M., 
Lubbock; Secretary, Loraine Dykes, 403 Myrick Bldg., Lubbock. 

RICHMOND D.A. Soc. (Va.)—President, Ann Daniel, 804 Professional 
Bldg.; Secretary, Elizabeth Scott, 211 W. Grace St. 

WISCONSIN D.A.A.—President, Alice Gill, 2325 W. Wells St., Milwau- 
kee; Secretary, Constance Holum, 219 Sixth St., Racine. 

LA CROSSE D.A.A. (Wis.)—President, Phyllis Lambert, Riviera Bldg.; 
Secretary, Alberta Cuta, 406 Exchange Bldg., LaCrosse. 

SOUTHERN WISCONSIN D.H. & A.A. (Wis.)—President, Enid Ladney, 
2609 University Ave., Madison; Secretary, Barbara Klongland, Tenney Bidg., 
Madison. 

CHANGES OF ADDRESS 

BERKELEY DIST. D.A.A. (N. Calif.)\—President, Elizabeth Stevens, 273 

Berkeley Park Blvd. 


NAPA-SOLANO D.A.A. (N. Calif.\—President, Margarei Sommers, 436 * 


Capitol St., Vallejo; Secretary, Kathryn Grimm, 64 Selfridge St., Vallejo. 


SAN FRANCISCO D.A.A. (N. Calif..—Secretary, Helen Edwards, 44 Mc- 
Allister St. 


SAN JOAQUIN D.A.A. (N. Calif.\—Secretary, Dorothy Myers, 1510 Pin- 
chot St., Stockton. 


SAN MATEO CoO. D.A.A. (N. Calif.)\—President, Winifred Smithey, 808 
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Peninsula Ave., Burlingame; Secretary, Margaret Wetmore, 215 San Mateo 
Dr., San Mateo. 

GEORGIA STATE D.A.A.—President, Helen Turk, 253 Doctors Bldg., 
Atlanta. 

WESTERN DIST. D.A. SOC. (Ga.)—President, Mary Cary, Dental Clinic, 
Linwood Health Center, Linwood Blvd., Columbus. 

NORTHEASTERN KENTUCKY D.A.A. (Ky.)—Secretary, Joan Webster, 
604 Coppin Bldg., Covington. 

LORAINE CO. D.A.A. (Ohio)—Secretary, Doris Shatzer, 502 Elyria Sav- 
ings & Trust Bldg., Elyria. 

RHODE ISLAND STATE D.A. SOC.—Secretary, Florence L. Viens, 156 
Broadway, Pawtucket. 

CHARLESTON D.A. SOC. (S. Car.)—Secretary, Etherline Hogg, 66 
Smith St. 

NEW SOCIETIES 

FT. SMITH D.A.A. (Ark.)—President, Frances Knight, 1103%2 Garrison 
Ave.; Secretary, Barbara O'Dell, 1101% Garrison Ave., Fort Smith. 

NORTHERN INDIANA D.A. SOC.—President, Mary M. Kelly, 3266 Main 
St., E. Chicago; Secretary, Lee Jacobs, 5247 Ann Ave., Hammond. 

ALEXANDRIA D.A.A. (La.)—President, Viola C. Stone, Masonic Drive; 
Secretary, Ola Downs, 1816 Levin St., Alexandria. 

HASTINGS D.A.A. (Nebr.)—-President, Glee Volk, 1108 W. 2nd St.; Sec- 
retary, Patty Frasier, 1842 Boyce, Hastings. 

MINOT D.A.A. (N. Dak.)—President, Marie DuPaul, c/o Dr. Robinson; 
Secretary, Vesta Bohon, c/o Dr. Corbitt, Minot. 

NORTH TEXAS D.A.A.—President, Kathleen Wofford, c/o Dr. Hicks, 
McKinney; Secretary, Irene Smith, c/o Dr. Stallcup, Celina, Texas. 





Just plan your project with vigor and vim 
Use this bulletin and get in the swim 

Let's all join in the Birthday celebration 

It's one way of expressing our adoration 
Ever up shall be our aim 

To make us worthy of our name 

To raise a fund, the amount no goal 

Each member get started, let's pay the toll. 


And together we must work for this—OUR CAUSE: 


So it's up to each member 

Old and young this September 

Use every means at your command 

To accomplish your duty as it a demand. 
Have you given this your every thought? 
Are you willing our efforts come to naught? 


Ready then—all together, ‘Happy Birthday Dear Juliette.” 
Do it now! Get your date set! 


Submitted by: 


Juliette A. Southard Birthday Party Committee. 
C. Dubuc, Chairmtan. 
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VIEWS OF THE NEWS 


By Violet L. Crowley 
The following poem is dedicated to the Officers of our Association who 
serve us so efficiently each year. I know we appreciate their efforts in our 
behalf, all a labor of love, but lest we forget that it does take much of their 
time, let's read this, apply it to them, and be grateful for them. 


Of course our association just runs itself, there's not much work to do. 
It swings along just like a song, why worry, me and you? 

The President—why mention her? she never does a tap. 

Just sits up there, without a care, she surely has a snap. 

You think the Treasurer's job is hard? 

Say sister don't be rash, all she must do the whole year through 

Is try to get the cash. 

And all the Secreary does is mark the ones not there 

And work all night, her letters to write; 

Her job's a cinch for fair. 

The program job is just a joke, it makes a fellow grin; 

The men who speak to us each year—why, they just happen in. 
The Dental Assistant writes itself, we never have a fuss. 

Perhaps you've seen the big machine that grinds it out for us. 

Oh, yes, our association just runs itself, and how the thing does buzz. 
If there’s a doubt, iust try it oui, 

You'll say, ‘The heck it does! '’ 


Everyone needs and likes praise. Well directed and timely praise does 
much to lighten labor, increase efficiency, promote enthusiasm, enlist co 
operation, and keep the skids of life well greased. Let's remember to give 
praise where it is deserved—and when. Let's be generous with our back- 
slapping! 

KIND WORDS 

Do not keep the alabaster boxes of your love and tenderness sealed 
up until your friends are dead. Fili their lives with sweetness. Speak ap- 
proving, cheerful words while their ears can hear them and while their 
hearts can be thrilled by them. 

—Henry Ward Beecher. 
First District— 
MASSACHUSETTS DENTAL ASSISTANTS ASSOCIATION, INC. 

The Massachusetts Dental Assistants Association held its annual meet 
ing May 4th and 5th, at the Hotel Statler, Boston. This was a day and a half 
meeting. Registration 250-285. A luncheon was given in honor of the State 
President, Mary Eleanor Greeley. A testimonial dinner was given in honor 
of our National President, Sadie L. Hadley. 

Awards were presented to the following: 


Ne ih i kt Mary Manyak, Worchester District 
Increase in Membership ............. Southeastern District, 84% 
Past President's Plaque .............seeee- Mary Eleanor Greeley 
Achievement Awards ....... Imelda McGrath, North Shore District 
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PRESIDENT’S BREAKFAST—RHODE ISLAND D.A. S. Left to right: C. Dubuc, ‘H. Bezu- 


doin, N. Forant, R. Bannon, I. McGrath, Esther Hyland and Sadie Hadley. 
POMER POO: once oes bake dees Ruth Fuller, Worchester District 
CS FROG os ok sine cdwenees June Marshall, Metropolitan District 


The May meeting was given over to Installation of officers. All District 

activities will close this month to reopen in September. 
MAINE DENTAL ASSISTANTS ASSOCIATION 

President Jane Frisbie, Dot Hawkes and Ruth Leonard attended a dinner 
in honor of ADAA President Sadie L. Hadley at the Hotel Bradford, Boston, 
May 4th. 

Assistants and Hygienists have been invited to meet with Greater Port- 
land Dental Society for a day and evening meeting May 12th. A clinic is 
to be presented at the State Convention in Poland Spring in June. 

Plans are going forward for organizing groups in Waterville and Au- 
gusta. The Waterville group hopes to have Esther Hyland as the speaker 
at one of their meetings very soon. 

Spring quarterly meeting of the Rhode Island State Dental Society, 
under the auspices of the Providence District Dental Society, was held Wed- 
nesday, April 14th, Narragansett Hotel, Providence Rhode Island. This 
meeting included an evening session open to Assistants. RIDAS has a 
new quarterly publication. The name—’’The Echo.” Editor, Helen Searles; 
Assistant Editor, Eleanor M. Gallogy. They staged a contest to select a 
suitable name for their journal. The name, The Echo, was selected by the 
judges as the best of fourteen names submitted during the contest. The 
winner: Mary Nardillilo. May we add our sincere best wishes to the 
Editor's for much success in this undertaking. Your first copy was splendid. 
Second District— 


A joint meeting with the Educational and Efficiency Dental Assistants 


Association and the Nassau County Dental Assistants Association climaxed 
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the regular meeting of the DASC for the season. Practical Clinics were 
demonstrated most efficiently. The grand finale for the club is a Social- 
Get-Together at the Village Barn in Greenwich Village on May 20th. The 
next regular meeting is scheduled for October 15th. 

Certification Committee has been appointed and is expected to be 
functioning satisfactorily by then. 

By Lee Taras, The Dental Assistants Study Club 
Brooklyn, N. Y. 


The New Jersey Association was pleased to have as their guests for 
their annual meeting in Atlantic City, Sadie Hadley, and Aileen Ferguson. 
A number of excellent clinics were presented at the meeting. 

Third District— 

The Post Graduate Clinic District of Columbia Dental Society, in which 
the District of Columbia Dental Assistants were privileged to have.a part, 
was a huge success. This meeting was a four-day meeting held at the 
Shoreham Hotel. To quote Ann Wildman, ‘Mildred Mackessy, General 
Chairman, did a wonderful job. She kept the place buzzing with Assistants, 
all in white, lending assistance when and wherever needed.” The local 
newspapers were very generous with their space for the assistants, even 
pictures. Six excellent clinics were presented. Awards for the best clinic 
presentations during the meeting were presented to Dorothy Heatwole, Mar- 
garet Hibble, and Stella Sunde. Honorable Mention to: Mary Allen, Peggy 
Edwards, and Lorraine Wood. There were over 400 in attendance for the 
luncheon held the last day of the meeting. Speaker at this luncheon was 
Hon. Dewey Short, Congressman from Missouri. Ann Wildman was 
awarded the society’s achievement trophy for the second year in a row. 
Stella Sunde’s demonstration of the proper technique of phone service, en- 
titled “The Right and Wrong Way to Make Your Hello Count’ made news- 
paper headlines practically, picture was grand. 

At the April meeting the DOCS set up its Certification Committee which 
has hopes of getting the wheels rolling by fall. 


Thanks to Ann Wildman for the above good news. 


ERIE COUNTY DENTAL ASSISTANTS ASSOCIATION, ERIE, PA. 

At the January meeting we decided that a better variety of programs 
could be had, and attendance improved if we assigned three girls each 
month to be responsible for the program. So far it has done wonders. (An 
idea for other societies.) 

Evelyn Auchenbach and Delores Haft were elected to the executive 
board. A membership drive is being made under the leadership of Evelyn 
Suminski. Marion Israelson was elecetd delegate to represent us at the 
ADAA meeting in Chicago, and Arleen Nelson was elected the alternate. 

—By Delores Hatt. 


PHILADELPHIA ASSOCIATION OF DENTAL ASSISTANTS 


A. Regular Monthly Meetings: 


1. Speaker: Dr. Geneva E. Groth, University of Penn. Faculty. 
Subject: Child Psychology. 
2. Speaker: Mrs. Doris Burch. 
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Subject: X-ray Technique. 
B. Annual State Meeting, Atlantic City, New Jersey. 

Our Association will be represented by two Clinicians at the Pennsyl- 
vania State Meeting in May. 

1. ‘Flowing Casts,’’ by Treva Burkle. 
2. "Care of the Handpiece,’ by Emily Saze. 
C. Social Meeting: 
Spaghetti Dinner, Fellowship Night. 
Hostess: Olive J. Hart. 
—Nancy Hungate, Corresponding Secretary. 
Fourth District— 

From Nell Touchton, Sanford, Florida: 

Not too much news from down Florida way—everyone busy with the 
Certification program, little time for anything else. I hear Miami group de- 
cided all work and no play makes one pretty dull, so they staged a real 
old-fashioned barn dance with all the trimmings. It was a costume affair, 
cowboy clothes, decorations western, hill-billy band and all. Prizes for the 
winning couple: a live hen and rooster. Employers and Instructors who 
contributed to the Study course were invited; no admission, just fun and 
fellowship. 

Another item of interest: I am happy to report that we have another 
“brand new” association in Florida. Sorry I do not know the number in 
the group. President Louise Johnson, and Past President Reba Aulick as- 


sisted in the organization of the association. Our organization is growing 
by leaps and bounds. 


LOUISIANA STATE DENTAL ASSISTANTS ASSOCIATION 


It is indeed a pleasure to hear from LSDAA. The first time since I have 
been bringing you Views of the News. I was pleased to see that the con- 
tributor of this news is a friend of mine of long standing, and a former Texas 
girl, Birdie Cox of Alexandria. Now for her news: 

The Louisiana State Dental Assistants Association held its annual meet- 
ing in Alexandria April 8 to 10, at the Hotel Bentley with President Malvina 
Cueria of New Orleans presiding. The highlights of the program on the 
opening morning were talks on ‘’Certification Plan’’ given by Dr. Dudley 
Isom of Shreveport, “What an Efficient Dental Assistant Means to the Dentist,” 
by Dr. C. G. Ducote of Alexandria, and “Telephone Personality,” by Dr. 
Harold Wirth of New Orleans. 

On Friday morning Mrs. Steve Ann Montgomery, Dallas, Texas, Second 
Vice President of ADAA, spoke to us on the functions of ADAA and its 
telationship to the State and Local Societies. She told us of requirements 
for Certification, and plans for study courses as prepared by the Certification 
Board. Nomination and election of officers concluded the morning session. 

Luncheon was held in the Bently Room, after which Officers were in- 
stalled. Saturday was given over to Clinics. Hester Murray of New Or- 
leans received the trophy for her presentation of ‘Investing and Packing 
Acrylic Inlays.” Rena Spahr, also of New Orleans, won the poster con- 
est with ‘The Dental Assistant at the Chair.” Other clinics given were 

Inlays and Bridges via Hydro-Coeloid Impressions’ by Ethyl Baxter of 


erreport and ‘Models for Full Dentures’’ by Verna Nelson also of Shreve- 
port. > 
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Of particular interest to LSDAA was the new society organized March 
13th at Alexandria with ten charter members. All members are interested 
in the study courses, and are hoping to have completed the course in time 
to take the Certification examination at the next state meeting. 

Lake Charles was represenetd by Independent members who have 
been working faithfully to interest other assistants in that area in organizing 
a local association. They are to be congratulated and. encouraged in the 
fine work they are doing. 


Thanks a million, Birdie, that is a fine bii of reporting. It sounds as 
though you have an up and coming group in LSDAA. Good luck to you. 


CENTRAL DISTRICT DENTAL ASSISTANTS SOCIETY, MACON, GEORGIA 
The CDDAS met in regular session April 15th. Mary Frances Joiner in- 
troduced Eloise Pearson, one of our radio artists who brought us a short 
musical program. 
Jane Harris introduced the speaker for the evening with the following 
bit of poetry: 
"Girls, tonight we have a treat in store, 
To me, he seems to be no bore. 
He's in a profession like our own, 
Where patients always moan and groan. 
The way he earns his enormous wealth 
Is none other than the Board of Health. 
He has a first name, which is Claude, 
The last name is Duncan, we must applaud. 
It's nice to have pockets irl which money will jingle, 
It's nice to have a guest who is told to be single. 
It is needless now for us to mention, 
That you, Dr. Duncan, have our undivided attention.” 
Dr. Duncan spoke to us on ‘Creating the Art of Good Will.’’ By way 
of winding up his talk, he too being poetic, gave us the following: 


REMEMBER THE CHILD 
“Who builds an empire does a lesser thing 
Than he who leads a little child to health; 
The hands of him whose care and knowledge bring 
Beauty and happiness achieve o wealth 
Far greater than kings of industry 
Whose names are written high in bank 
He is the sculptor of true destiny 
Who shapes the clay of body, mind and heart. 





Practitioners and teachers, near and far, 
You hold within your hands the heritage 
Of races yet unborn, to make or mar; 
Hold high the trust, the precious tutelage 
Remembering there is no nobler plan 
In serving God than serving fellow-man." 


—Anderson M. Scruggs, D.D.S. 


‘ 
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Plans were made for a picnic in May, thereafter adjourning until Sep- 
tember. Until then will say adieu. 


—Vassie Hunt, Central District Dental Assistant Society. 
Fifth District— 
And from Kentucky— 


NORTHEASTERN KENTUCKY ASSISTANTS ASSOCIATION, 
COVINGTON, KY. 

Northeastern Kentucky is in the ‘News Again’! 

Three of its members were present at the state meeting held in Louis- 
ville at the Brown Hotel, April Sth to 7th. Namely, Sue Moreland and Vi 
Wright of Newport, and Mary Lou Steers, Covington. Mary Lou Steers gave 
a report, and introduced the new society io the Louisville group, the gra- 
cious hostesses. Again congratulations are in order, they have a news 
bulletin, The D. A. Explorer, with news galore. It is sent to members once 
each month along with an announcement of the meeting. It has proven 
to be very worthwhile and entertaining, I am told. 

Clinics and lectures are given at every meeting. In May a clinic on 
X-Ray by Ruth Blumlein of Newport was most interesting to the group present. 

They are selling chances on a radio to be raffled in June in order to 
teimbuse the Treasury for the expense of organizing the new society. 





Thanks, Mary Lou Steers, for the good news. Nice going NKDAA, keep 
up the good work. 
Sixth District— 


WISCONSIN STATE DENTAL ASSOCIATION 

The Wisconsin State Dental Assistants Association State Dental As- 
sistants Association held their 1948 annual meeting in March in Milwaukee. 

The Milwaukee members were hostesses to the visiting members with 
an unusual welcome party one afternoon during the meeting. Punch and 
cookis were served. The cookies were donated by members who possess 
culinary ability. Ruth Kruger and Cora May Ehley of Milwaukee were 
responsible for the unique and enjoyable party. The state society offered 
limited attendance clinics and courses for the girls. Seven table clinics 
were presented. Mildred Stachowski and Dorothy Kramas won first prize, 
Ervina Halverson, second and Leona Bray, third. Other clinics were pre- 
sented by Helen Fladen, Bernice John, Enid Ladney, Ilene Graber, Janet 
Mathis and Dorothy Gensch. 

Following the luncheon, attended by members and their. employers, 
Marie Johnson, Sixth District Trustee, presented a paper “Analyzing Me, 
Myself and I... Aside from her trustee’s duties Marie finds time to serve 
as Editor of the state publication, The D. A. Reporter. 

We are all looking forward to another meeting in 1949. 


—Dorothy Kramas, Publicity Chairman. 


In my copy of The D. A. Reporter I read with interest that WSDAA has 
grown from sixteen members in 1931 to the present figure of one hundred 
Seventy-eight. I'd say they are moving along in fine shape. 

Seventh District— 
Another newcomer— 
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SOUTH DAKOTA DENTAL ASSISTANTS ASSOCIATION 


I am delighted to be able to bring you the first news I've received from 
this group, sent in by Donna Fritz, Secretary. 

The Eighteenth Annual Meeting of South Dakota Dental Assistants 
Association was held May 9, 10 and 11, at Sioux Falls, South Dakota, with 
headquarters at the Cataract Hotel. 

President Mayme Nelson of Sioux Falls presided at all sessions. 

Seventh District Trustee Harriett Darling of Huron was present at this 
meeting and brought a business session message. 

A report of activities in the Huron Study Club was given by Merle An- 
drews, and one on the Sioux Falls Study Club, by Sarah Kleinsasser. 

Harriett Darling also gave a wonderful report of the ADAA meeting in 
Boston. 

Business session included the following: Speaker, Dr. Lawrence Dewey 
of Madison, Wisconsin; subject, ‘Dental Assisting.’’ Speaker: Dr. A. L. Rus- 
sell, Director Division of Dental Health, Pierre, S. D.; subject, ‘Fluoride and 
Caries.” Dr. F. Borst showed a film, “Technic Steps in Giving Fluorine 
Treatments.” A reading, “Skit a Day With the Dental -Assistant,”’ by El- 
dores Allan. 

Social Events: A banquet by SDDAA, decorations, entertainment, favors 
and door prizes all super. 

The assistanis were the guests of the South Dakota Dental Society at 
a banquet and dance at the Minnehaha Country Club. It was splendid 
entertainment, and most enjoyable for all. 

Luncheon at Shrivers Tea House, at which time the Awards for the 
Clinics were presented. 

First prize to Eleanor Quinn for her clinic ‘Making Amalgam Dies.” 

Second prize to Esther Neis for her clinic ‘Boxing In Models.’ 

Third prize to Audrey Jaurevek for her paper ‘Paper Clinical Aide.” 

All in attendance agreed Sioux Falls members did a bang-up job as 
hostesses for this fine meeting. 








You will notice in the Secretary’s Corner that the contributor of this 
news is the newly elected President of this association. Congratulations, 
Donna, and our best wishes for a wonderful year. 

South Dakota being such a “fer piece” from Texas, I have never had 
the privilege of being there. About all it has ever meant to me was Black 
Hills and Indian Reservations. Now that I have heard from this group 
directly I am sure it will seem a bit closer in many respects. 

IOWA STATE DENTAL ASSISTANTS ASSOCIATION 

The thirtieth annual meeting of the IDAA was held May 2-5 at the 
Savery Hotel in Des Moines. 

On Sunday, May 2nd, Certification examination was given to twelve 
girls! 

Educational Program: 

“Is Today's Dental Assistant Ready for Her Tomorrow?” by Harriett 
Darling, Seventh District Trustee of ADAA. 

“Cancer of the Mouth,” lecture and slides by Dr. Virbil Cheyne, State 
University of Iowa. 

“First Aid in the Dental Office,’ by Dr. I. E. Murphy, Director of First 
Aid for the Red Cross. 
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Fluorine and Dental Health,’ Dr. Olin Hoffman, Des Moines, Director 
of Dental Hygiene, State Department of Health. 

“The Dental Assistants Role in a Successful Practice,’ Dr. Lloyd Dodd, 
Chicago, Ill. 

Eight Clinics were presented at the meeting. First prize, the trophy, 
was won by Harriette White of Rockwell City; second prize by Hilda Bright 
of Shenandoah. Genevieve Neal was awarded the Achievement Trophy. 

Study courses have been organized in Waterloo, Dubuque and Bur- 
lington. 

Des Moines has just completed its six-months course, and it was their 
twelve girls who took the examination for certification. 


—By Genevieve Neal. 
Iowa's State Membership to date, 139. 


Eighth District— 

Texas, Kansas and Missouri have taken Examination for Certification! 
Congratulations to these groups. Texas reported first, Missouri second and 
Kansas third. Texas had three members take the examination, and Kansas 
thirteen. Texas got there ‘’fustus, if not with the mostus.” 

Oklahoma City Study Course is moving along nicely, a class of 
thirty-five. Ada, Oklahoma group has started its course, Tulsa's planned, 
and will be well under way by the time you read this news. Odessa, Big 
Spring and Midland, Texas have “joint” course started. Some of these 
girls travel nearly 100 miles ‘round trip twice a week to attend this course. 
Isn't it gratifying to see girls all over the U. S. so eager to take advantage 
of the opportunity to further their education in Dental Assisting? I feel 
that it has been a tremendous gain toward our goal. 

Kansas State Dental Assistants Association held its 17th annual meet- 
ing in Wichita, May lst, President Cleo Staatz presiding. The program 
was dedicated to Ruth Wright, outstanding member for seventeen years. 
She was also awarded the Achievement Trophy. 

Educational Program: “Current Economic Trends”; ‘Telephone Tech- 
nique for the D. A.” 

The Clinic and Poster Session was a highlight of the meeting, with 
thirteen Clinicians participating 

A nice increase in membership was reported. Seventy new members. 

Social Events: Assistants were hostesses to the Dental Auxiliary at 
a lovely tea, and the assistants were guests of the Dental Auxiliary at a 
super fashion show. 


—By Roberta Weinteer, Wichita, Kansas. 


Missouri State Dental Assistants Association held its annual meeting 
April 25, 26, 27 and 28 at Jefferson City, Mo. President Ann Dvorak pre- 
sided at all meetings. There were many interesting and informative lec- 
tures presented at this meeting. 

Social events included a sight-seeing trip for visitors, luncheon and 
dinner-dance. Thirty-five were registered for the meeting. 

See The Secretary's Corner for results of election of officers. Congrat- 
ulations to Rose Barby, your former Editor of Views of the News upon her 
election to the office of President of MSDAA. 

New Society formed in Missouri, Springfield, Mo.—8 members. 
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OFFICERS OF ARKANSAS D. A. A. 


Left to right, seated: Doris Barnes, President; Frances Knight, President-elect. 
Standing: Freda Daus, Secretary-Treasurer; Donna Beard, Vice President. 


And from Arkansas— 

The Arkansas Dental Assistants Association held their second annual 
meeting, May2-5, at Lafayette Hotel in Little Rock, Arkansas. Of the fifty- 
eight total membership, fifty attended this meeting. 

Educational Program: 

“The Dental Assistant's Place in Oral Surgery,”’ by Dr. Earle Williams 
of Baylor University College of Dentistry, Dallas, Texas. 

“Credit and Collections,’’ by Mr. Wm. R. Arendt, Manager of the Credit 
Bureau of Little Rock, Ark. 

Discussion of Certification for Dental Assistants, by Dr. J. R. Luten. 

Ten Clinics were presented. Prizes: Ist place, Wilma Skinner; 2nd, 
Joyce Fish; 3rd, Bertha St. Aubin. 

Another new association was organized in Arkansas: Fort Worth— 
twelve members. 

It seems new associations have been organized in almost all states 
in the past few months. Wonderful news for all of us. 

Texas State Dental Assistants Association held its annual meeting in 
Dallas, Texas April 12, 13 and 14th. Due to lack of hotel facilities in Fort 
Worth they were unable to have the meeting there in connection with the 
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Dental Society's meeting as is the usual practice. Dallas Association was 
kind enough to extend the invitation to the group to meet there, thereby 
making it possible to have a meeting. Lillian Metze, Chairman of Arrange- 
ments, and her Committees did a super job in arranging for an excellent 
program. A number of good Doctors were nice enough to travel the 25 miles 
from Fort Worth to appear on the programs. This was greatly appreciated. 
There were 110 to 125 registered for this meeting. 

President Kathryn Burt presided at all meetings in a most able manner. 
TSDAA has had a very progressive year under her leadership. New so- 
cieties have been organized, now fifteen in the state. 

Five Table Clinics were presented in Fort Worth in connection with the 
Doctor's Clinic presentation. The winner of the Trophy Ist place was 
Helen Ann Darneille of Houston, Texas with ‘Dental Assisting for Little 
Folks.’ As this is the third successive year a Clinician from Houston has 
won the trophy it remains in their possession permanently. 

Helen Tisdal, Eighth District Trustee, was a guest for this meeting. Helen 
is always on hand being of assistance and offering encouragement to her 
girls. She attended every state meeting in her district last year, which 
should be something like a record, I'd think. 

Ninth District— 

From San Francisco— 

The Northern California Dental Assistants Association wishes to an- 
nounce that their State Convention was held in San Francisco April 25, 26 
and 27th. 

Attendance was good for the meeting. We were pleased to have 
Madge Tingley, Ninth District Trustee, in our midst. Eva Purcell, General 
Chairman, can at last get off her merry-go-round, but a gold ribbon should 
be her award as everything was lovely. Alberia Clinite, Clinic Chairman, 
also should receive a merit badge. The Clinics were very entertaining and 
educational. 

Dr. Hillenbrand of Chicago was the guest speaker at one of the sessions, 
his subject: ‘Dentistry Tomorrow.” His message was received with much 
interest. 

The annual banquet was formal, San Mateo Society the hostess. 

—By Donna Allen, San Francisco. 

Lois Kasten of San Mateo County Dental Assistants Association reports 
an interesting meeting held in May. The program was an educational one, 
and included a speaker and Clinic. 


This group will adjourn for summer vacation, next meeting I believe 
will be in September. 


OREGON STATE DENTAL ASSISTANTS ASSOCIATION 

‘From Welthia Moore, Publicity Chairman, OSDAA:: 

Our State President, Vera McLaren, has been very busy attending 
meetings since her recent installation. She attended the British Columbia 
Dental Assistants Association Convention, April 16th and 17th. While there 
she presented a clinic, “Practical Bookkeeping. On April 25th and 26th 
she attended the Northern California Dental Assistants Association Con- 
vention. 

Wynne Saunders, our immediate Fast President, plans a clinic on 
Radiography at the Pacific Coast Conference in Salt Lake City, Utah. Vera 
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will present her clinic again for this meeting. 

We have been very fortunate in having access to three courses of 
study at the University of Oregon Dental School: Radiography, Anesthesia, 
and Business Management. It is gratifying to report these classes are 


filled. 


Thanks, Welthia, we are pleased to know your educational programs 
are coming along nicely. 

Isabel Pagani of Bend, Oregon, sends me the news from Central Oregon 
Dental Assistants Association. 

Their March and April meetings were both educational meetings, 
They were privileged to see a Chair Clinic on the application of Sodium 
Fluoride. Dr. Lowell Alpin presented this to them in his office. He then 
presented a table clinic on Amalgam Technic. They have been invited 
to attend Clinics by the Doctors, which have been most informative. 

This is a new society in Oregon, and she says a small one. I think 
you are doing nicely in arranging your programs, and you are most for 
tunate to have the cooperation of your Doctors. Best of luck to you; keep 
up the good work. 


SOUTHERN CALIFORNIA DENTAL ASSISTANTS ASSOCIATION 

One of the issues at this year’s convention was the fact that our asso- 
ciation has grown so much in the past eight years it was necessary to do 
much revising of our Constitution and By-Laws in order to meet our present 
needs. This House of Delegates was made up of a group of very intelligent 
young women, and in very short order all proposed changes were discussed 
and passed on by the House all in accord that the changes were pertinent 
to our future growth. 

A new trophy, the Achievement Trophy, was presented at our first 
House of Delegates meeting. The first winner of this beautiful trophy is 
Mildred Herr. Mildred has contributed much to the association, and we 
are very happy for her to receive this recognition. 

The luncheon was dedicated to Education. The speaker was Dr. J. C. 
Almy Harding of San Diego, Editor of the Southern California State Journal. 

At the General Session we were privileged to hear two outstanding 
speakers: Dr. George S. Sharp, who spoke on ‘Cancer’, and a representa- 
tive of the Florence Crittenton Home, who gave some interesting human 
interest stories. The quality of this session was proven by the attendance 
which was approximately 250. 

A number of excellent Clinics were presented, and each Clinician was 
presented a beautiful parchment in appreciation of her fine work. The 
banquet was a gala affair. This year we rang the bell again with excel- 
lent entertainment and original and unique decorations. We are indebted 
to Caroll Fox of Fifth District for the decorations, as she not only planned 
them, but made them. 

One of our Los Angeles charter members, Viola Holmes, was on hand 
to read the service for installation of officers. 

Our sincere thanks to Ethel Scheppe for her service in our behalf—as 
our outgoing President. She has been a most efficient and gracious Presi- 
dent. She was truly our First Lady throughout this enjoyable convention. 


—By Marie K. McCoy. 
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Component Society News 

Ten Los Angeles members attended Long Beach’s Annual Doctors- 
Assistants Night meeting. Their speaker was an outstanding Psychiatrist, 
Dr. Lee ‘lravis. He gave us much food for thought. (Says ‘"McCoy’”’) 

San Diego, under the experienced guidance of their President, Shirley 
Vincent, had “Doctor's Night” Meeting in April also. They chose as their 
speaker, the outstanding speaker in our Dental groups, Mr. James Robin- 
son, Executive Secretary of the Southern California State Dental Society: 
Mr. Robinson is known to D. A.'s from border to border and coast to coast, 
having spoken to Dental groups in many cities in the U. S. 

Marie McCoy, President of SCDAA, attended the April meeting of 
Pasadena Dental Assistants Association. Mildred Cramer, Ist Vice Presi- 
dent, presided at this meeting, in the absence of the President, Helen Wirick, 
who was ill. She reports a very interesting meeting was held by this group. 
Tenth District— 

OHIO STATE DENTAL ASSISTANTS ASSOCIATION 

From Betty E. Fredricks, Secretary: 

Things have been happening right and left in Ohio. Dayton, Akron, 
and Stark County have their Certification program all set up and rolling 
along. The other EIGHT component societies expect to have their program 
set up and rolling by fall. 

We have six delegates to the National meeting this fall, and are work- 
ing hard to retain the outside Subscription title, thereby retaining it per- 
manently. 

Our mid-year meeting was held this year in Toledo at the Commodore 
Perry Hotel. A wonderful meeting, and what hostesses those Toledo girls 
are. The dates were April 10-llth. A beautiful banquet was given on 
Saturday night, which I wish I could tell you about. Everything was very 
well planned and executed; all had a marvelous time. 


FIRST ANNUAL MEETING OF THE MICHIGAN STATE 
DENTAL ASSISTANTS ASSOCIATION 

The first annual meeting of the MSDAA convened at the Tuller Hotel, 
April 12, 13 and 14th. 

General Session, Monday, April 12,9 A.M. Speaker: Dr. Frank Dailey, 
Chief of Dental Service Veterans Administration. Speaker: Dr. Ralph Camp- 
bell; subject, ‘Practice Management.” 

Dr. M. S. De Villiers, chairman of sponsors of the MSDAA, presented 
President Ivy Dobbie with a lovely personal gavel. 

We were honored by a visit from the President of ADA, Dr. H. B. Wash- 
burn and the President of our own State Dental Society, Dr. C. Jamison. 

There was much discussion of the Certification Plan. There were three 
competitive papers given. 

There was a delightful luncheon with 125 in attendance. Speaker for 
the luncheon was Mrs. Ernest Matlock, her subject: ‘Woman's Position in 
the World Today.” 

Social events: Informal reception, by Grand Rapids Dental Assistants 
Association. A dance and reception sponsored by the Detroit Dental As- 
Sistants Association. 


We all enjoyed our first meeting, and are promising a bigger and 
better one next year. 


—By Ivy Dobbie. 
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CINCINNATI DENTAL ASSISTANTS ASSOCIATION 

With Helen R. English, our President, at the helm of the good ship 
“CDAA" Cincinnati found herself sailing the smooth blue waters of 1948, 
We stopped long enough to take aboard ten new members of our crew, 
and enjoyed a three-day stay at the island called ‘March Clinic Meeting." 
Here we found several of our shipmates ready and willing to give Clinics, 
They were Annabelle Fisich, ‘Helpful Hints," Dorothy Hazenfield, "A to Z 
Procedure in an Exodontist’s Office,’’ Carol Memory, ‘Telephone Courtesy,” 
Marjorie Straub, “Care and Cleaning of Diamond Points,’’ Bette Weiler, 
“Secretarial Aids.’’ Helen English was Officer of the Day at the Dental As- 
sistants Booth. 

The same day we enjoyed the mystical Powers of the Orient and 
landed in Shanghai via a Chinese Auction with Dorothy Hazenfield and 
Carol Memory as hostesses. At this entertainment we had the pleasure of 
having two girls from Dayton Society, Blanch Overpeck and Elma Troutman. 

And now the good ship CDAA is sailing through peaceful waters for 
a while and looking forward to her twenty-fifth birthday next year. 

—By Carol A. Memory, Publicity Chairman, Ohio. 


INDIANA STATE DENTAL ASSISTANTS ASSOCIATION 

The Evansville Dental Assistants held their monthly meeting at the 
Vendome Hotel on Monday, April 5th. There were thirty-three members 
present. Dr. E. O. Sunderman, Orthodontist, spoke on ‘’Orthodontics,” one 
of the chapters in our Levy text book. 

On Wednesday evening, April 17th, Dr. L. R. Weiss took the assistants 
on a tour of the Deaconess Hospital. Among the points of interest was the 
lecture room where Dr. Weiss showed some case histories and slides on 
maxillo-facial injuries. Coffee and sandwiches concluded a very inter- 
esting evening. 

Wednesday evening, April 2lst marked the date for the annual ban- 
quet for the South Bend D. A.’s. Twenty-two members and two guests 
were present. Tables were attractively decorated in green and gold, the 
society colors. After the brief business meeting officers for the ensuing 
year were installed in an impressive candlelight ceremony. 

Miss Geraldine Catterlin, the retiring president, was presented a mini- 
ature go!d gavel for her D. A. pin, in appreciation of her faithful and un- 
tiring service to the society for the past two years. 

The Fort Wayne D. A.’s held their monthly dinner meeting May 7th 
at the Y. M. C. A. Following the regular business session final plans were 
made for clinics and our share in entertainment for the Sunday night get- 
together at Indianapolis. We are all “hepped up” about the State con- 
vention and can think of nothing else more interesting at the moment. 

We were very happy to have such a nice turnout for the all-day meet 
ing April 14th. The tour of the State school proved a very interesting and 
enlightening trip for all. 

The LaPorte Dental Assistants held the annual installation meeting at 
the Spaulding Hotel, Michigan City. —Bertha Lillevig. 








And so ocain I kid you adieu for o while, a vleasant summer vaca- 
tion to each of you. I know your society’s news will be scarce during this 
period, but let me hear from you with anything you have at hand of interest. 


154 THE DENTAL ASSISTANT 











TS 


its 








A change in temperature of 4 des ime 
3 minutes! Yes, solution: E “Either {oo ot 0 
more n than ga which means “quill” results 0 the 
finished radiograPp Here’s 9 ne piece of dar quip- 
ment that helps protect you + mediocr dev opment 
yet is jnexpensive- only by 2 ate development can yo 
pring ut the full range of y tones to make you 
ALL the conditions 
* Handy TIN TYPE «metal to quia” at pulb.- 
* Colored “«ganger areas” on gisters quickly 
large scale alibra in * Heat tempe da gi 
units of one- ily seen in * scale curve tow: the 
darkroom. “Much greater legibility 
* Direct heat conduction than avera etched s¢ 


G-LAST Solutions 


Another impo t “protector our 

the %-Ray appoin t! developer a fixer 

takes ¥ films “safely thru” to he finis product, 

i that are costly in time and money - -° 
the conditions in the mouth. 


, making your 
“time and tempera- 
ture chart” reliable 
and easy to 


Ask your dealer 
about use of Rinn 
LONG LAST Re- 

r “long- 


rm” tability- 














ATTENTION 
DENTAL ASSISTANT SOCIETIES 


Give your members an opportunity to become X-RAY 
technicians—sponsor your own X-Ray class. 


Sponsor the Bosworth Dental Assistants X-Ray 
Course—four days of instruction and experience, 
under expert guidance—certificate of credit given. 


Classes of twenty or more accepted—moderate class 
fee—-write for information. 


HARRY J. BOSWORTH CO. 
1315 South Michigan 
Chicago 5, Illinois 














GIVE D. A. ADVERTISERS 
YOUR SUPPORT! 


They made The Dental Assistant pos- 
sible and materially contribute to the 
drive for better ethical service. 


* * * 


We wish to emphasize the desirabil- 
ity of your extending patronage to 
those firms who advertise in The 
Dental Assistant. Through their ad- 
vertising, these firms are helping to 
support one of our most important 
activities. This Journal is the voice 
of The American Dental Assistants 
Association in its effort to spread 
dental assistant management. This 
tremendously important work must be 
carried on, so we need The Dental 
Assistant to do it. To have the latter, 
we must have our advertisers and no 
one should expect them to provide 
their support unless you—the readers 
of this publication—extend them pref- 
erential patronage. Our advertisers 
are carefully selected. Please give 
them your business with full confi- 
dence and always mention The Dental 
Assistant. Thanks! 




















Send your A.D.A.A. pin orders 
NOW to your local Secretary. 


SPIES BROTHERS, INC. 
Official Jeweler 


for the 


American Dental Assistants 


Association 


27 E. Monroe St., Chicago 3, Ill. 
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ARE youA PRACTICE BUILDER? 


...Read THE DENTIST'S DIPLOMAT” 


—New Edition 


Prepared by Ritter for the dental assistant who believes she can best 
achieve success by helping the dentist's practice grow. 


Shows how you can: 


Save the dentist time and money . . . by 
efficient office management. 


Raise the dentist's prestige . . . by skillful 
handling of patients. 


Increase your value to the dentist . . . by 
your ability to take over x-ray work. 


Includes complete outline on dental office 
procedure, daily work charts, suggestions for 
handling adult and child patients, useful refer- 
ence material. 


Write for your free copy today to Ritter Co., 
Inc., Ritter Park, Rochester 3, N.Y. 


Ritter 


ROCHESTER, N, Y. 











0 The Most IMPORTANT 
Booklet Ever Published 


On Office Sterilizers! 








This informative, easy-to-read booklet gives impartial 
factual answers to the questions most commonly asked 
by physicians and dentists when they buy a sterilizer. 

It provides, clearly and concisely, all the facts you 
need to make the most economical investment in steriliz- 
ers... helps you make certain you select the sterilizer to 
fit your sterilizing requirements. 

You can get your free copy of “How To Buy A Steri- 
lizer” from your Castle dealer-salesman. Ask him next 
time he calls. Remember, it’s free . .. and no obligation. 
WilmotCastleCo.,1102University Ave.,Rochester7,N.Y. 


Castle LIGHTS AND STERILIZERS 
























OFFICIAL CHOICE 
AND 
PY-CO-PAY 


Results of a recent official A.D.A. survey on “Tooth- 
brushes, Toothbrush Material and Design”' once more 
demonstrate how closely Py-co-pay Brushes conform to 
the “First Preference” of the dental profession. 

An itemized comparison of the professional specifica- 
tions for the various details of design with the actual 
measurements of the Py-co-pay Adult’s Brush, clearly 
discloses the reason why Py-co-pay Brushes are recom- 




















a by more dentists than any other tooth brush Items of Official Actual Py-co-pay 
on the market. Design Preference |e Measurements 
Head Length 1\% inch 1% inch 
Head Width ¥% inch Bay Mink . 
Rows 2 2 : . : z 
Row Lengths 1 inch ” 1Yp inch 
Tuft Spacing Ye inch Yrinch 
Tufts per Row 6 coe 
Trim equal length =f * equal length 
Tuft Length Vy inch : hp iach 
Over all Length 614 inch |. 6% inch 
The new complete line of Py-co-pay Tooth Brushes (now Handle Length 5 inch ‘ s 5% inch 
in all drugstores for your prescription) offers a choice ; a Ra 
of natural bristles and Nylon textures to meet the indi- Handle Shape Straight Straight 
vidual needs of your patients: 

















Natural bristles .......... hard Nylon bristles ........ medium 


Natural bristles ..extra hard" Nylon bristles 


"Improved black bristles — 

1, McCauley, H. B., Journal A. D. A., 33:283, March 1946. ad ed 

The finest natural genuine Chungking bristles are used 

in the new natural tooth brushes ...the best Py-co-pay TOOTH BRUSHES AND TOOTH POWDER 


has ever offered. 





PYCOPE, INC., 2 HIGH ST., JERSEY CITY 6, N. J. 











— = = 


CO-RE-Ga 





















’ . 
Di G4 \ 
- 
* 
S — = = " 
‘ 3S es ' & ‘ 
4 = — 
= . F 
> s cs oe 
sa = ~~ Ace ted. 
ay eee 0 eZ) COUNCIL on DENTAL 
<S <= . a THERAPEUTICS 
= “ 
; . cee aes! st b } 
ia " ees pep wW 
 2te. 319 a SSOCIATION 
= Fe aie : \ 
FO : 


It is indeed gratifying to observe how the profession, in an 
ever increasing number, recommend CO-RE-GA for those 
certain indicated cases. 

But is it any wonder when you consider the advantages . 
reputation, tradition experience and strength... plus quality 
materials and modern bien cee gine 


All are available to you. 


Maik tua Coupon for Your Supply of Phafeasional Sameales 


OR 





ADDRESS. 





CITY. ZONE. STATE 


COREGA CHEMICAL COMPANY 
208 St. Clair Ave., N. W., Cleveland 13, Ohio 





CO-RE-GA 1S NOT ADVERTISED TO THE PUBLIC 











RESULTS ASSURED! 


The New SYNTHETIC PORCELAIN Shade Guide 


pabaance Made of crystal-clear plastic is new guide provides a view 
t 

c KY of the full range of Synthetic Porcelain colors at a 
glance. Identifying numbers are printed along the top edge 


only. No turning, no twisting, no chance of dropping teeth. 


The New VISIBLE-ANGLE TRAY 


Holds powders, liquids, shade guide, instruments . . . all sili- 
cate supplies together, in minimum space. In addition, each 
bottle is canted at correct angle for easy identification, in 
the drawer or on the cabinet. Shade labels are easily visible, 
without stooping or squinting, without removing bottles 


from tray. 


No Powder Blending ! 


The ‘20 naturals’’ in this Synthetic Porcelain Direct Matcher 
Package match any and every tooth color, without mixing or 


blending. 





Price $43.00 20 F.P. Powders 


2 F.P. Liquids 
New Visible-Angle Tray 
New Shade Guide 


SYNTHETIC PORCELAIN 


A saving of $19.00 


/ 
For modern materials call on (aule Milford, Delaware 








DENTA PEARL 


TOOTH SELECTOR 
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Selection of 


DENTA PEARLS 


$179.28 


H. D. JUSTI & SON, INC. - PHILADELPHIA 4, PA } 








